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D2723 CLAMP 


FLAT LENGTH: 4.791 END-END 
3.991 HOLE—HOLE 


MATERIAL: AISI 304/316 SS 0.063 THICK 0.750 WIDE 
TOLERANCES ARE PER DART OSI 018 UNLESS OTHERWISE NOTED 
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